American Brittle Bone Society (ABBS)

1256 Merrill Drive

Marshallton

West Chester. PA  19380

(215) 692-6248

Handicapping Conditions Served.'   Osteogenesis imperfecta and osteoporosis.
Users Served:   Disabled persons and their families, general public.

The Organization: The American Brittle Bone Society (ABBS) was established in 1975 to
support and encourage research and education on osteogenesis imperfecta and osteoporosis.

Information Services: ABBS provides free information about osteogenesis imperfecta and
osteoporosis. A 16 mm educational film on osteogenesis imperfecta is available to groups
upon request. The organization has a 24-hour a day counseling and referral service for
families and other interested persons.

American Cancer Society (ACS)

90 Park Avenue

New York, NY   10016

(212) 599-8200

Handicapping Conditions Served:   Cancer.

Users Served:   Disabled persons, parents, professionals, and the general public.

The Organization: The American Cancer Society supports research into the causes and
detection of cancer and educates primary care physicians and the public to recognize the
signs of cancer. ACS offers a variety of research project grants to institutions and
personnel in every aspect of cancer research. The Society's public education programs
emphasize the value of periodic checkups and cancer's seven warning signals and are carried
out by ACS volunteers in homes, places of employment, community meetings, and through
the media. Professional education programs, offered through literature and conferences, are
designed to motivate the medical and allied professions to use the latest and best possible
cancer detection, diagnostic, and patient management techniques.

ACS provides direct services to the cancer patient. These services include Information and
Guidance - providing referral to Society services, community resources and specific
information about cancer; Home Care Items - supplying patients with a wide range of
equipment, supplies and gifts to enhance their care, comfort and recreation; Transportation -
assisting patients with the task of getting to and from medical and therapy appointments;
Rehabilitation - assisting patients to return to their families, communities and occupations
through trained visitor and group programs such as;

jtional Association of Laryngectomees, which offers speech training and
support to the laryngectomy patient (see separate entry);

o Recovery which provides support to women with breast cancer;
rehabilitation program which gives support to those patients who have   an
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